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OFFICE OF THE CORONER 

January 6, 1971 


Mr. Harold Weisberg 
Cog d'Or Press 
Route #8 

Frederick, Maryland 21701 
Dear Harold: 

Please call me collect sometime next week, so that we can discuss the 
negative that you mailed to me and other matters of importance that you have 
alluded to in your recent letters . 

With best wishes for a Happy New Year. 

Sincerely/ 



/ J.D. 


CHW/mg 



